INSTRUCTION 


C760 
Modular Enlarger System agence 


Please note the following changes to the Omega C760 Modular Enlarger System Instruction Manual. 


Page 9, Lens Mounting, paragraph 6, first sentence should read: 


6. If you are using a lens shorter than 50mm (35mm for 
enlarging minox and 110 negatives) or El-Omegar 
50mm lenses, use the recessed/extended lens mount. 


Page 13 


Omega C760 Magnification Reference Chart 


Negative Suggested Minimum Maximum Magnification’ 
Size Focal Length Magnification Standard Girder XL Girder 


Minox 35mm 0.2X 19.7X 25.5X 
110 35mm 0.2X 19.7X 25.5X 


Half Frame 35 35mm 0.2X 19.7X 25.5X 
%x1” 
(18x24mm) 


35mm 
1x1%” 
(24x36mm) 


6x6cm or 6x4.5cm 
(2V4x2V4 or 2V%4x1 §/e”’) 


‘All magnifications are based on 
using an easel with a one-inch 
height. Maximum print size 


6x6cm or 6x4.5cm 
(2V4x2V%4 or 2% x1 5/e”’) 


6x7cm 
(2%4x23%’’) 


6x7cm 
(2% x2%”’) 


using a 1” high easel on the 
baseboard is 16’’x20” (40x50cm) 
using the XL girder and 11”x14” 
(30x40cm) using the standard 
girder. 
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